KXAT100 KIT ASSEMBLY MANUAL ERRATA 


Rev. A-1, August 16, 2017 


MAKE THESE CHANGES TO YOUR MANUAL BEFORE 
BEGINNING ASSEMBLY 


1. Pg 7: Change part number from E700010 to E700004. 
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